Q.  Throughout that time, were there any com-
plaints regarding the safety of the haulage
area?

A.  Not to my knowledge.

Mr. Myers confirmed that on December 12, he was aware of
the fact that Mr. Amick was going to send Mr. Harmon and the
other committeemen letters removing them from the safety
committee.  Mr. Myers was also aware that Mr. Harmon has con-
tacted federal and state mine officials, and no disciplinary
action was taken against him.  He confirmed that the action
taken against him to remove him from the committee was solely
pursuant to the contract (Tr. 230).

On cross-examination, Mr. Myers reiterated that
Mr. Harmon made no mention of any bad top, and although the
top was exposed at the time of the accident for 3 or 4 hours,
repairs were made and the area was rehabilitated.  During the
rehabilitation work where there was some unsupported roof,
the men doing the work were cautioned not to work in those
areas or the top was supported.  He stated that "we didn't
ignore the top.  We paid attention to it, and took care of
what needed to be taken care of in order to safely rehabili-
tate the area" (Tr. 233).

Mr. Myers stated that Mr. Harmon works out of his portal,
and he was aware of the fact that he was an active committee-
man and had made numerous complaints.  Mr. Myers confirmed
that most of the complaints were made to him, and that the
inspectors to whom complaints were made were at his portal.
Mr. Myers did not believe that Mr. Harmon was taking his job
"too seriously," and he stated that he encouraged him to bring
any safety problems to his attention so that they could be
taken care of.  He stated that he had no bad feelings or
resentment towards Mr. Harmon, and that he was not the only
one who complained (Tr. 236).  Mr. Myers believed that
Mr. Harmon was sincere in carrying out his safety committee
duties, but believed that he "over-reacted" when he demanded
that "we clean up this little pile of spillage there, beside
the track" (Tr. 238).  He further explained as follows (Tr.
239):

Q.  Do you think, in joining as a member of
the safety committee, in the closure of that
area of the mine after it had already been
reopened, was a case of his being mistaken,
going overboard, if you will?
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